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resist the temptation of sexual ecstasy. Mantram
(holy words) and Maths (religious houses) of the
Hindus, the nunneries and monasteries of the
Christians, and institutions galore in this or that
country have not been successful and they could
not be for they are unnatural and immoral.
Even with the backing of Law (the potent
ally of faith and established order), the teaching of
Religions, and the activities of the Governments:
sex urge directing sex force into sex channels has
not been crashed. All that has been secured at the
cost of tremendous oppression and suffering is the
unnatural twist which has been given to the per-
fectly natural sex acts. If this is a matter for con-
gratulation, then the legislators and the religious
heads can pat each other and start forthwith a mutual
admiration society.
SAFETY VALVE
Admitting that a monogamous society enables
the members of that particular society to cope
better with the strain and stress of the complex
modern societies, are we in a position to say that
no better institutions can be evolved? Or the
need for any other type is non-existent? We have
in the present society, to think of a very large